To:  Cristiano,  Gina[Cristiano. Gina@epa.gov] 

From:  Vasco,  MaryBeth 

Sent:  Sun  8/9/2015  12:43:17  PM 

Subject:  FW:  Navajo  Nation  Declaring  Emergency  As  Contaminants  From  Mine  Spill  Flow  Into  San 

Juan  River 


Mary  Beth  Vasco 

FEMA  Region  VIII 

National  Preparedness  Division 

303-243-4965 

Excuse  the  brevity-Sent  from  my  iFEMA  mobile  device. 

— Original  Message — 

From:  FEMA-MOC-DENVER 

Sent:  Sunday,  August  09,  2015  06:17  AM  Eastern  Standard  Time 

To:  Floyd,  Megan;  R8  Division  Directors;  Bush,  Tom 

Cc:  R8  External  Affairs;  Vasco,  MaryBeth;  Cedar,  Matthew 

Subject:  FW:  Navajo  Nation  Declaring  Emergency  As  Contaminants  From  Mine  Spill  Flow  Into 

San  Juan  River 

Location(s):  Navajo  Nation 

* The  President  of  the  Navajo  Nation  will  declare  a state  of  emergency  in  response  to  the 
widespread  impact  of  toxic  metals  now  flowing  into  the  San  Juan  River  via  the  Animas  River 

* The  President  and  other  tribal  leaders  confirmed  Saturday  evening  that  the  plume 
containing  toxic  metals  that  was  released  from  a mine  near  Silverton,  CO,  is  traveling  through  the 
reservation 

* A precautionary  warning  was  issued  on  Friday,  advising  residents  to  stay  away  from  the 
river  and  to  refrain  from  using  its  water  for  livestock  and  other  household  needs 

* The  Navajo  Tribal  Utility  Authority  (NTUA)  stated  that  the  utility's  water  systems  from  Farmington, 
NM,  to  Beclabito,  NM,  are  not  impacted  because  the  systems  are  isolated  from  the  San  Juan  River 

* As  a precautionary  measure,  NTUA  shut  down  the  water  treatment  facility  in  Mexican 
Hat,  UT,  that  serves  the  community  of  Halchita,  UT 


New  Media  Sources  (some  page  content  may  change  or  not  be  available  over  time): 

- Twitter  [TheDailyTimes] 

--  http://bit.ly/1HySSwE 
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